
Long lasting performance 

From a brand you can trust 

This 2 1 " Real Flat TV has been qualified by stringent Philips test procedures. Delivering 
quality picture and audio clarity, it makes a great TV for your bedroom. 

Better quality images that reveal more detail 

• Real Flat picture tube technology brings you lifelike images 

• Contrast and Sharpness Control for better image control 

Crisp and Clear sound 

• AV Stereo for spatial sound effect 

• Auto Volume Leveler moderates all sudden volume increases 

Designed for your convenience 

• Smart Picture provides personalized image settings 

• Simple and easy-to-use interface menus 

• Rear AV In for connection to your peripherals 
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Specifications 



Product highlights 



Picture/Display 

• Aspect ratio: 4:3 

• Diagonal screen size: 21 inch / 55 cm 

• Visible diagonal screen size: 5 1 cm 

• Display screen type: Real Flat picture tube 

• Picture enhancement: Black stretch, Sharpness 
Adjustment, Color, Smart Picture 

Sound 

• Sound Enhancement: Auto Volume Leveller 

• Sound System: Stereo Playback 

• Output Power: 250W PMPO 

Loudspeakers 

• Built-in speakers: 2 

Convenience 

• Ease of Installation: Autostore, Fine Tuning 

• Ease of Use: Smart Picture, Auto Volume Leveller 
(AVL) 

• Favorite list TV programs: 6 

• Clock: Sleep Timer, On/Off event timer 

• On-Screen Display languages: English 

• Remote control type: Baby Waist 

• Remote control: RCLA022 

Tuner/Reception/Transmission 

• Tuner bands: UHF, VHF, Hyperband, S-Channel 



• TV system: PAL B/G, PAL D/K, PAL I 

• Video Playback: NTSC, PAL 

• Number of Preset Channels: 100 

• Aerial Input: 75 ohm coaxial (IEC75) 

Connectivity 

• AV l:CVBSin,AudioL/Rin 

• Front / Side connections: CVBS in, Audio L/R in 

• Other connections: Analog audio Left/Right out, 
Monitor out 

Power 

• Power consumption: 70 W 

• Standby power consumption: < 7 W 

• Mains power: AC I00V-240V, 50/60Hz 

Dimensions 

• Color cabinet: Silver Frost 

• Box dimensions (W x H x D): 
689 x 597 x 579 mm 

• Product weight: 2 1 .5 kg 

• Set dimensions (W x H x D): 
600 x 489 x 485 mm 

• Weight incl. Packaging: 26.5 kg 

Accessories 

• Included Accessories: 2 x AA Batteries, Remote 
Control, User Manual 



Real Flat picture tube 

The flatter tube provides a wider viewing angle while 
minimizing reflections for the best picture possible. 

Contrast & Sharpness Control 

Contrast and Sharpness Control for better image control 

AV Stereo 

By connecting the TV to an AV source with stereo sound, 
the TV converts the mono sound to spatial stereo sound 
for a lifelike experience. 

Auto Volume Leveler 

The Auto Volume Leveler moderates sudden volume 
increases when switching broadcast channels or when 
commercials come on. It suppresses the volume increases 
in the sound modulation. The Auto Volume Leveler is 
great new feature! 

Smart Picture 

Smart Picture provides the optimum picture settings for 
color, brightness, saturation, contrast, sharpness, and so 
on, to enhance your overall viewing experience at all 
times. 
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